
Town of Arlington, MA 
Redevelopment Board 

Agenda & Meeting Notice 
March 16, 2020 


The Town of Arlington has updated its response to the coronovirus (COVID-19), and all meetings 
are now cancelled for, at least, through March 27, 2020. The Arlington Redevelopment Board will 
not meet on March 16, March, 19, or March 23, 2020. The Environmental Design Review Special 
Permit public hearings scheduled for March 16, 2020, for 1207-1211 Massachusetts Ave (Docket 
#3602), Taipei-Tokyo (434 Mass Ave, Docket #3606), and the Atwood House (833 Mass Ave, 
Docket #3348) will be continued to the next meeting. The 2020 Annual Town Meeting Warrant 
Article public hearings for Articles 30 and 39 scheduled for March 16, 2020, for Articles 32, 37, 38, 
and 40 scheduled for March 19, 2020, and for Articles 29, 31, 33, 41, 42, 44, 45, 46, and 47 
scheduled for March 23, 2020 will be rescheduled to a date in a future notice. 

The Arlington Redevelopment Board will meet Monday. March 16. 2020 at 7:30 PM in the 


1 of 1 


